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Date of entry in Register: 

Name of applicant/court: 
Applicant to the Labelling Body: 
Title of Publication: 

Other Known Titles: 

Director: 

Producer: 

Publisher: 

Author: 

Format: 

Country of Origin: 

Language: 


28 January 1997 
Comptroller of Customs 
Not Applicable 
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Not Stated 
Not Applicable 
Not Applicable 
Z.B.F. 

Not Applicable 

Magazine 

Germany 

Dutch/French/German/English 


Components of film originally examined: Not Applicable. 
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Trailers: 


Excision/Alteration: No. 


Running time: 
Running time: 

Total Running time: 


Reason(s) for Excision: 

Not Applicable. 
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Classification Decision: 


Objectionable. 
Display conditions: 
Not Applicable. 
Descriptive Note: 
Not Applicable. 


Direction to issue a label has been given on: Not Applicable. 


SUMMARY OF THE REASONS FOR DECISION: 

The magazine Anal Extasy 2 features sexually explicit activity both in a written and 
visual format. The sexual activity includes vaginal intercourse, fellatio and cunnilingus. 
The magazine is classified as objectionable because it contains a sustained level of 
mechanical and animalistic comparisons to female and male body parts, and also 
describes women as insatiable sex objects. These images are particularly degrading, 
dehumanising, and demeaning to women and also represent women as inferior in 
presenting their sole interest as being sexual intercourse. 

The magazine Anal Extasy 2 is classified as: 

Objectionable. 
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